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Message Text 



UNCLASSIFIED 

PAGE 01 MOSCOW 12076 030859Z 
21 12 

ACTION NASA-04 

INFO OCT-01 EUR-25 ISO-OO SCI-06 OC-06 CCO-OO EB-11 RSC-01 

DRC-01 /055W 

130412 

P 030609Z OCT 73 

FM AMEMBASSY MOSCOW 

TO SECSTATE WASHDC PRIORITY 2613 

UNCLAS MOSCOW 12076 

E.O. N/A 

TAGS: TSPA, TECH, UR, US 

SUBJ: REPLACEMENT RELAYS FOR VHF-AM GROUND TEST EQUIPMENT 
DEPT PLS PASS NASA/I FOR ARNOLD ALDRICH, JSC, HOUSTON 
FROM DR GLYNN LUNNEY 

1. THE VHF SIGNAL CONDITIONER (3A3) OF THE VHF RANGING 
TEST CONSOLE IN MOSCOW HAS EXPERIENCED INTERMITTENT 
SWITCHING PROBLEMS. PLEASE HAVE HAND CARRIED TO MOSCOW 
THE FOLLOWING AS QUICKLY AS POSSIBLE: 

A. COAXIAL RELAY STACK K1/K2 OF VHF SIGNAL CONDITIONER 
(REFTE TO FIGURE 713 SHEET 1 OF 2 OF GAC GSE SUPPORT 
MANUAL FOR SUBJECT HARDWARE). 

B. PENCIL SOLDERING IRON AND SOLDER. 

2. CONTACT JSC BILL PANTER, EXT. 2189, FOR PARTS. PART 
PROBABLY MUST COME FROM KSC DICK BOHLMANN, EXT. 7244. 
PREFER PART REMOVED FROM OPERATING VHF SIGNAL CONDITIONER 
AT KSC. MILDRED WILKES HAS A LIST OF PEOPLE 

DEPARTING FOR MOSCOW. WILL ALSO DISCUSS OCT 3, 

WEDNESDAY, DURING OUR TELECON. 

DUBS 

UNCLASSIFIED 



NNN 
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